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ACTION SS-25 

INFO OCT-01 lSO-00 SSO-00 NSCE-00 /026W 

102465 

O 240638Z FEB 76 

FM AMEMBASSY SEOUL 

TO SECSTATE WASHDC IMMEDIATE 5610 

INFO AMEMBASSY KINSHASA IMMEDIATE 

AMEMBASSY TOKYO IMMEDIATE 

USLO PEKING 

SECRETSEOUL 1319 

EXDIS 

E.O. 11652: GDS 

TAGS: PFOR KS CG 

SUBJECT: ENGULU VISIT TO SEOUL 

REE: SEOUL 1318 

1. FOLLOWING IS LIST OF VACCINES AND MILITARY EQUIPMENT AND 
TRAINING NEEDS GIVEN TO KOREAN FOREIGN MINISTER PARK BY ZAIRIAN 
EMISSARY ENGULU AND REPORTED ON SEPTEL. 

VACCINES 

1,000,000 UNITS (DOSES) EACH OF FOLLOWING: 

1. SMALLPOX 

2. MEASLES 

3. TUBERCULOSIS (BCG) 

4. DIPTHERIA-TETANUS 

5. POLIOMYLITIS 

6. WHOOPING COUGH (DTP) 

MILITARY EQUIPMENT 

I. COMBAT VEHICLES 

MEDIUM TANKS (90MM GUN) 
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TANK RETRIEVERS 

2. LIGHT VEHICLES 

JEEPS 

TRUCKS (3 TON) 2 1/2 TON PROBABLY 

AMBULANCES 

WRECKERS 

TRUCKS EOR PULLING ARTILLERY PIECES 

3. COMMUNICATIONS EQUIPMENT 

RADIOS (INTER-COMPANY) 

RADIOS (INTDR-BATTALION) 

4. WEAPONS AND MUNITIONS 

ANTI-TANK GUNS 

HEAVY MORTARS (8IMM-I20MM) 

MACHINE GUNS (50 AND 30 CALIBER) 
GROUND-TO-GROUND ROCKETS (I.E. LAW) 
ANTI-AIRCRAFT GUNS (DOUBLE BARREL) 

HEAVY, LONG RANGE ARTILLERY (15 TO 20 KM RANGE) 
AUTOMATIC RIFLES (M-I6) 

OEFENSIVE AND DEEENSIVE GRENADES 
ANTI-TANK AND ANTI-PERSONNEL MINES 
COMMANDO KNIVES 
OPTICAL EQUIPMENT (BINOCULARS) 

MUNITIONS EOR THE WEAPONS LISTED ABOVE. 

5. EQUIPMENT 

COMBAT BOOTS (HIGH LACE) 

STEEL HELMETS WITH CAMOUELAGE NET COVERS 

SOCKS 

KIT BAGS 

AUTOMATIC PARACHUTES EOR PERSONNEL 

CANTEENS 

MESS KITS 
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6. MEDICAL SUPPLIES 

MEDICAL KITS (FOR PERSONNEL) 

MEDICAL KITS - INSTRUMENTS FOR CORPSMEN 
MEDICAL KITS - INSTRUMENTS FOR DOCTORS 

7. TRAINING 
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TRAINING SCHOLARSHIPS (FUNDED TRAINING) FOR LOGISTICIANS 
RESPONSIBLE FOR MAINTENANCE. 

A. TANK MECHANICS 

B. WEAPONS REPAIR PERSONNEL 

C. ORDINANCE MEN (MUNITIONS) 

D. OPTICAL REPAIR PERSONNEL 

E. LIGHT VEHICLE REPAIR PERSONNEL 

TRAINING EOR ABOUT ONE COMPANY EQUIVALENT OE SPECIAL EORCES 
PERSONNEL. 

VISIT OF A MILITARY DELEGATION FROM ZAIRE. 

SNEIDER 
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